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eight pages on the Safety Appliance Act of 1893 as amended by the Acts of 1896 
and 1903. The jurisdictional and constitutional questions arising under the two 
Acts are almost identical, so that the value of the careful discussion of these points 
is greatly increased by their parallel treatment. The author has not attempted to 
collect all the cases involving interstate commerce. He has simply arranged in 
a clear way the decisions defining specifically the limits of federal power in re- 
lation to the special railway regulations under discussion. On non-jurisdictional 
points the two Acts are distinct. The decisions on the Employers' Liability Act 
are as yet very few, and since it introduces a new rule of comparative negligence 
as a measure of damages common-law cases are of little value. For that reason, 
until decisions under the Act appear, the author's collection of cases from Georgia 
and Illinois, where a similar rule prevails, will be very helpful. Furthermore, his 
quotations from the Congressional Record showing the intended purpose of the 
Act are appropriate and cannot otherwise readily be found. The case of the 
Safety Appliance Act is different. There the decisions, especially in the circuit 
courts, are fairly numerous but unfortunately not in accord. The author has 
collected the conflicting authorities, but perhaps for the sake of brevity has 
sometimes omitted to give his own reasons for preferring either view. Possibly 
in discussing the question of whether or not a carrier operating entirely in one 
state is subject to the Act (see §§ 132-134), these reasons would be superfluous, 
but on the question of the degree of care required in discovering defects and mak- 
ing repairs (see §§ 155 and 156) the author's personal analysis of the situation 
would be interesting. The arrangement of the discussion throughout is very clear, 
so that any point can easily be found without the index. The appendix contains 
the text of various acts and copies of pertinent opinions unreported before 
March 23, 1909. p. k. 



Questions and Answers for Bar-Examination Review. By Charles S. 
Haight and Arthur M. Marsh. Second Edition. New York: Baker, Voorhis 
and Company. 1909. pp. Hi, 585. 8vo. 

While the questions and answers in this book are framed primarily with a view 
to recalling important points to those who have already acquired a fairly thorough 
knowledge of the fundamental theories involved, it would be a mistake to assume 
that they do not contain much illuminating discussion of questions on which the 
authorities are not settled. The discussions, to be sure, are not lengthy: lengthy 
discussions would impair the value of the book to those reviewing for bar exami- 
nations. But the brief summaries of how the authorities stand, with the citations 
and discussions of each line of authority, are so clear that they may be consulted 
with profit by the student or practitioner, as well as by the "crammer." This will 
be seen by a glance at the section on unauthorized acts of private corporations, 
p. 135, or the section on contracts for the benefit of third persons, pp. 103, 104. 
These selections are chosen at random, and there are many others of equal value. 
A well-arranged index and an accurate table of cases increase the usefulness of 
the book for purposes of reference. 

A book of this nature almost necessarily contains statements which though 
literally accurate would be apt to mislead those not familiar with the propositions 
of law underlying the answers. For example the statement on p. 193 that a mar- 
riage legally contracted is valid anywhere if valid by the lex loci contractus even if 
invalid by the law of the domicile might easily cause confusion in regard to the 
control over a person's status exercised by the law of his domicile. Such instances, 
however, are not to be considered as defects in the work. They merely go to show 
that the book cannot be used safely by those who depend on it as their only source 
of information: a use by no means designed by the authors. 

The section on the New York Code deserves special mention. The essential 
points of the code are dealt with. The exact language of the code is used in the 



BOOK REVIEWS. 77 

answers except where further explanation is necessary to clearness. The treat- 
ment of the subject is so skilful that it will be a great help to those who prepare 
for their bar examinations without the advantage of the practical training of a 
clerkship. a. c. b. 
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